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What I recaiwd ^ ^ik* is a transnittlna hug for room oonvaraatlor^ rather 
th at e t agplng device, -Chla does not provo anythtas •about Its orlsln, jf course. .Vn 
aleotronlcs export ^not an busjing) yes hors yestarday. ^ opcosd it. It la Magsd 
and hoa a latdi.Thero la a hola in the relativaly boa^ brass oaaa. aprarect!’,' for a 
Blks, but I supposo it could bo for timing, by adjusting a serw. What is caliod an 
i^ota ceo ia vlaiblo. All the ninoraturo oloetwonic pleoao are onoaaod in a doudy 
ytatte plastic. Wo have dons nothing but opsn the hiagod 111, after whlcli I closed it. 
If this is taken apart I think picturos should bs taken as it is done. 

An of now I do not belisws that ‘dJeo Is not for real or off the wall, ilowetw, 
if tharo is later reason to s'wpeot this, good plx of tha bug could be voluablo, Sons- 
tlniea experts oan recognize the work of otfcsrs, / 

1 find B^Jrself wondering if this kind of dswlce was ussd u) to last and b) to ^ 
avoid hewing oomprohansible s-ouad go over the phono ooapany*s equipaeat, vheso others 
BL^t pick It up. 

As of now I have only ^Hke's word but I find this Intci^ostinti, Whatever it 
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